ECF201 


TRIODE-PENTODE 


Triode-pentode intended for use in T.V. receivers; triode section as line - 
blocking oscillator, part of a multivibrator, sync separator, pulse amplifier 
or A.G.C. delay diode; pentode section with remote cut-off as video I.F. am- 
plifier. 


HEATING: Indirect by A.C. or D.C.; parallel supply 
Heater voltage Ve 6.3 V 


Heater current If 410 mA 


For further data and curves of this type 
please refer to type PCF201 
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